SilverFast 
All-in-One 


scan & archive everything 


The ultimate XL Scanner Package 


The A3 Scanner with optimum Accessories 

SilverFast All-in-One XL, a combination of A3 scanner 

Epson Expression 13000XL Pro and award-winning software 
SilverFast Archive Suite enables to scan almost 
anything. Huge originals up to DIN A3 
or up to 48 slides at once using the 
included transparency unit. A perfect 
combination of current hardware 
and software. 
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his compelling package also 
includes a SilverFast IT8 Target 
Set for an automatic scanner 
calibration and additional 
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Scope of Delivery 

VY Epson Expression 13000XL Pro using SilverFast with 
VY SilverFast Archive Suite ota ner Calibration 


SilverFast Ai Studio 
SilverFast HDR Studio 


SilverFast IT8 Target Set 
Resolution Target (USAF 1951) 
Premium Linen Tester 


Fine Cotton Gloves without SilverFast and 
without Scanner Calibration 
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Fachhochschule TU Wien The University Metropolitan 
Hannover of the Arts Museum of Art 


All marks and registered trademarks are the property of LaserSoft Imaging AG and Seiko Epson Corporation 
or their respective holders of rights. This product information may be changed with no prior announcement. 


LaserSoft Imaging AG = Luisenweg 6-8, 24105 Kiel, Germany «= Tel.+49-431-56009-O0 =» Fax +49-431-56009-96 
Email: All-in-One@SilverFast.com =» www.SilverFast.com/All-in-One 


SilverFast Archive Suite 


Professionals trust SilverFast - since 20 Years 
The Archive Suite is a convincing package 
consisting of scanner software and imaging 
software for a subsequent image optimization. 
Handling the software is easy, even beginners 
can create brilliant images using the intelligent 
automatic functionalities and the integrated 
QuickTime movies. 


Features 


WorkflowPilot — Step-by-Step Assistant 
Preview Concept — Instant Quality Check 


Multi-Exposure — Increasing Dynamic Range 
Auto IT8 Calibration — Scanner Calibration 
Focus Control — Crisp and sharp Images 


Auto Frame — Detecting the Originals 


Virtual Light Table VLT — Image Data Browser 


LSA ASNNARA 


JobManager — Comfortable Batch Processing 


IT8 Target Set 


Scanner Calibration for accurate Colors 

The automatic SilverFast IT8 Calibration includ- 
ing a target set (Fuji 6x7 cm 
Advanced Transparency and 
Fuji 10x15 cm Advanced Re- 
flective) guarantees brilliant 
colors when scanning reflec- 
tive as well as transparent 
originals. The SilverFast Resolution Target (USA 
1951) ensures optimum sharpness. 


Premium 3-Year Warranty 


Optionally available: Extension of 


standard warranty including free [See 
on-site service for 3 years. coverpius to 
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All-infOne 


scan & archive everything 


Epson Expression 13000XL Pro 
One for All 
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Technical Data 
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Focus control 


Dimensions 


Weight 


Any Questions left ? 


Please don't hesitate to 
contact us by phone: 


+49-431-56009-0 


Transparency unit 


38 
up to DIN A3 (12.2" x 
Input & output: 


he-art scan technology ensures high 
uality image reproduction up to A3 format. The 
in transparency unit allows to scan films 
uch as positive or negative film and framed 
hieve impressive results and profes- 
ity. Using SilverFast, the 13000XL 


iS 


2x film holder 35mm (slides & negatives) 
1x film holder Middle format 
1x film holder 4 x 5 inch 

Driver and utility CD, USB cable, AC adapter 


Flatbed scanner 
2.400 dpi horiz. x 4.800 dpi 


vert. 
Dmax 
17.2) 
48 bit 


Color Epson MatrixCCD™ 


ReadyScan LED technology 


AutoFocus optics system 


656 x 460 x 292 mm (W x 
2 


D x H) 
0,5 kg 


Source: epson.com 
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